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AUTOMATED  LIBRARY  SYSTEM  SPECIFICATIONS 


I ntroduction 

The  first  edition  of  this  document  was  prepared  to  provide 
Army  librarians  with  a  comparative  overview  of  the  specifications 
of  automated  library  systems  on  the  market  at  that  time.  Reception 
of  the  original  edition  was  such  that  it  has  been  expanded  and 
will  be  made  available  to  a  wider  audience  through  Defense  Technical 
Information  Center. 

Information  contained  in  this  document  was  gathered  from 
reference  materials,  vendor  literature  and  personal  discussions 
with  both  vendor  representatives  and  users  of  the  systems.  The 
data  in  this  document  should  be  used  as  a  screening  tool,  to 
determine  which  systems  you  need  to  get  more  information  about. 

Data  elements  included  in  the  document  are  based  on  those 
factors  essential  to  determine  the  system  size  and  information 
most  frequently  requested  by  librarians  in  discussion  proposed 
automation  efforts. 

Vendors  have  been  afforded  the  opportunity  to  review  the 
information  included  on  their  products  and  make  any  corrections, 
addition.,  or  deletions  they  felt  appropriate.  We  appreciate  this 
assistance  in  making  the  information  as  complete  and  accurate  as 
possible. 

Suggestions  for  additional  systems  to  be  included,  and 
additional  data  about  any  of  these  systems  will  be  appreciated. 
Contact  Mary  B.  Bonnett,  Army  Library  Management  Office,  to 
provide  information  or  request  additional  information.  The 
mailing  address  is  HQDA  (DAIM-FAL) ,  Alexandria,  VA  22331  -0303. 
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TED  LIBRARY  SYSTEM  SPECIFICATION 


I 

AU TOMA 


SYSTEM  NAME 

ALIS  II  (Automated  Library  Information  System) 

VENDOR 

DataPhase,  Corp.,  P.O.  Box  797,  Shawnee 
Mission,  KS  66201 

HARDWARE:  BASIC 

Data  General  Computers 

PERIPHERALS  SUPPORTED 

Terminals,  printers,  disk  drives  and  tape 
handlers,  communication  equipment  as  needed  for 
system. 

STORAGE  CAPABILITY 

Dependent  on  system  selected. 

MAXIMUM  #  OF  RECORDS, 

including  necessary  indexes 

■ 

Dependent  on  system  selected. 

SOFTWARE 

ALIS  II;  UNIX,  level  4  operating  system 

PROGRAMMING  LANGUAGE 

MUMP3/MIIS 

MODULES/FUN CTIOJ.'S  AVAILABLE 

Circulation,  reserve  room,  materials  booking, 
cataloging  input  (MARC  tape  load,  utility 

1  interface)  acquisitions,  patron  access  catalog 
(Boolean  search),  authority  files,  management 
reports.  Serials  checkin  expected  in  1935. 

INDIVIDUALIZATION  AVAILABLE 

TRAINING  AVAILABLE 

Tailored  to  library  needs 

DATABASE  PREPARATION  REQUIRED 

Services  available  from  most  bibliographic 
utilities,  plus  retrospective  conversion 

COST 

INSTALLATIONS 

60  +,  including  multi-library  systems. 

COMMENTS 

MARC  format 
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LIBRARY  SYSTEM  SPECIFICATION 


AUTOMATED 


SYSTEM  NAME 


VENDOR 


HARDWARE:  BASIC 


PER IPHER I ALS  SUPPORTED 


AL IS  III  (Automated  Library  Information  System) 


DataPhase,  Corp.  ,  P.0.  Box  797  ,  Shawnee 

Mission,  KS  66201 


Tandem  Computers 


Terminals,  printers,  disk  drives  and  tape 
handlers,  communication  equipment  as  needed  for 
system. 


STORAGE  CAPABILITY 


MAXIMUM  £  OF  RECORDS, 

including  necessary  indexes 


Dependent  on  system  selected. 


Dependent  on  system  selected. 


GFTUARE 


ALIS  III;  UNIX,  level  4  operating  system 


ECGRAMMING  LANGUAGE 


MUMPS/MIIS 


MODULES/F'JN'CTIONS  AVAILABLE  Circulation,  reserve  room,  materials  booking, 

cataloging  input  (MARC  tape  load,  utility 
interface)  acquisitions,  patron  access  catalog 
(Boolean  search),  authority  files,  management 
reports.  Serials  control  expected  in  1985. 


INDIVIDUALIZATION  AVAILABLE 


TRAINING  AVAILABLE 


Tailored  to  library  needs 


DATABASE  PREPARATION  REQUIRED 


Services  available  for  most  bibliographic 
utilities,  plus  retrospective  conversion 


COST 


INSTALLATIONS 


60  +,  including 


multi-library 


systems • 
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kv.. 


SYSTEM  NAME 

3ACS  (Bibliographic  Access  and  Control  System) 

VENDOR 

Washington  University  School  of  Medicine 
Library,  Box  8132,  660  South  Euclid  Ave. , 

St .  Louis ,  MO  6  3110 

HARDWARE:  BASIC 

DEC  PDP  11/40  or  any  computer  that  supports  AMS 
Standard  MUMPS 

PERIPHERALS  SUPPORTED 

Terminals,  barcode  readers,  printers  1 cquire 

depending  on  system  size. 

STORAGE  CAPABILITY 

Dependent  on  system  and  equipment  selected. 

MAXIMUM  if  OF  RECORDS, 

includes  necessary  indexes 

Dependent  on  system  and  equipment  selected. 

SOFTWARE 

BACS,  designed  A  programmed  at  Wash.  Univ. 

PROGRAMMING  LANGUAGE 

ANSI  Standard  MUMPS 

MODULES/ FUNCTIONS  AVAILABLE 

Bibliographic  files  for  monographs  and  serials, 
acquisitions,  circulation,  cataloging,  online 
public  access  catalog,  authority  files,  serials 
control,  word  processing,  electronic  mail, 
management  reports,  journal  citation  searching 
(at  additional  cost). 

1 

INDIVIDUALIZATION  AVAILABLE 

Includes  display  formats,  search  parameters, 
circulation  policy,  online  documentation/helps 

TRAINING  AVAILABLE 

Yes,  on-site. 

DATABASE  PREPARATION  REQUIRED 

MARC  record,  loaded  from  tape  or  individual 
input.  OCLC  interface  available  for  monographs. 

COSTS 

3ACS  software  -  $20,000;  MUMPS  operating  system 
-  $10,000;  equipment  approximately  $151,000. 

INSTALLATIONS 

Washington  University  Medical  School  and  Mercer 
University,  Macon,  Ga. 

COMMENTS 

Serials  control  function  is  provided  by  PHILSOM 
Microcomputer  version  available  for  IBM  PC-XT. 
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AUTOMATED  LIBRARY  SYSTEM  SPECIFICATION 


SYSTEM  NAME 

BiblioTech  Library  Software  System 

VENDOR 

Coastow  Information  Services,  302  Boxboro  Road, 
Stow,  MA  01775 

H  A  E  D  l'  ARE:  3  A  S I C 

PSRIPHERIALS  SUPPORTED 

DEC  VAX  with  VAX/VMS  Operating  System 

1  or  more  disk  drives,  magnetic  tape  drive  to 
input  MARC  tapes  and  software  updates,  backups, 
and  produce  COM*  tapes  as  needed;  printer,  1200 
baud  modem  for  diagnostics,  CRT  terminals 
(VT100,  VT52  or  equivalent) 

STORAGE  CAPABILITY 

Dependent  on  system  and  hardware  selected  and 
the  needs  of  the  users. 

MAXIMUM  £  OF  RECORDS, 

includes  necessary  indexes 

Dependent  on  system  and  hardware  selected  and 
type  of  record,  up  to  104  million 

SOFT'..' ARE 

Based  on  Data  Retrieval  System  (DRS),  DBMS  by 
Advanced  Data  Management,  Kingston,  NJ. 

PROGRAMMING  LANGUAGE 

DRS  (FORTRAN  based) 

MODULES/FUNCTIONS  AVAILABLE 

Online  patron  access,  catalog  update  (online  or 
batch),  authority  files,  serial  control  ana  SDI 
acquisitions,  report  writer,  circulation, 
accounting 

INDIVIDUALIZATION  AVAILABLE 

Borrowing  periods,  borrower  status,  file  and 
search  points,  translated  codes,  etc. 

TRAINING  AVAILABLE 

Yes,  2  days  at  $400/day  +  transportation  initia 
training.  Advanced  training  at  Comstow,  $350/du 
for  2  staff  members  or  on  site  $400/day  + 
transportation.  Detailed  user's  guides  provided 
Report  writer  training,  2  days  at  Comstow,  $800 

DATABASE  PREPARATION  REQUIRED 

None;  turnkey  software. 

COSTS 

Basic  3iblioTech_  (Single  user)  v  1  5  ,000  ;  (Multi 
user)  320,000;  Circulation  module  03,000; 
Periodical  Control  33,000;  Accounting  35,0 CO. 

INSTALLATIONS 

22  installations,  including  2  federal  on  1/S6. 

Z  w  l . ! .  *  ♦  T  S 

All  modules  are  fully  integrated  in  a  single 
database.  Multibranch  networking  supported. 
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LIBRARY  SYSTEM  SPECIFICATION 


3LIS  (Diblio-TecLnioues  Lib 


mi  o  r  as  t  iOii 


System! 


3 i  b  1  i o - T e c L n i  q  u  a  s  ,  d  2  6  La 
UA  9650  1  ,  (  206  )  7  36-1  1  1 1 


7th  A  v  o  .  ,  0 1  j  p  i  a  , 


.PDNAPZ:  BASIC 


SUPPORTED 


I ::  DIVIDE  ALISA7I  Oil  A  VAIL  A3  LI 


IBM  ant  I3Ii  compatible  37  0  ,  43XX,  30XX 

Cursor-aeirescaolc  ASCII  terminal j ,  otter  uni 
as  needec  Tor  system 

Dependent  on  specific  hardware  s o i c c t - u 
Dependent  on  specific  hard-.; are  selected 


3LIS,  based  on  Me  stern  Library  Net-.;  or. 
ADABAS  DBMS,  COM-PLETE  Teleprocessing 


PL  1  (70,.),  IBM  A s s e b i  «_■  r  (303) 

Online  cataio a  with  int«uraut  a. 
authority  files,  circulation,  ac> 
account!;. 0,  report  generation. 

1  Cs  J  u  Z  HOC  J  w  C  i  I  i  c 


AUTOMATED  LIBRARY 


C  A I R  S  (  Coaputcr  Assisted  Infer 
S y  s  t  e ... )  .  Yaini'raafc  and  1 . i  a i  v e r 


1  n  f  or  Da  t  i  on/  Docuner.  t  a  t  ion  ,  Inc.,  ?.C.  dec:  17109 
Dulles  Interne,  tinc.1  Airport,  i.'asniit,  tor. ,  DC 

2  0  0  91 


IB::  U3:;x,  3C:c>:;  DEC  VAX,  P D ?  1  1  ;  71  990/  1  0, 
990/  1  2;  Per  Lin  Elutr ,  Data  General  ana  PRI.’.'E 
computers. 


EIFHSRIALS 


Printer,  CRT's,  Hard.  Dis.c  storaue  (  u  e  to  r  ui  ne  a  b 
lior^ry  s  i  »  c  }  ,  t  a  e  or  o  w ,  i  ^  r  a  a  o  *  .  ..  ^  a  j  —  t  a . . 


OP  RECORDS, 
necessary  ince 


Dis.c  stora0e  cc vices  select eu  da  sar:.. i.it 
capacity.  5  -  10  ED  (  ■:.  iniaua)  hero  cis.c 
required . 

1 0 M  variable  length  fields  A  records  is 
bitrary  licr.it.  Data  can  u-u:.  19  pl.y 
vices. 

CAIRS 


: i g  laxcuagc 


L/2  -  Supplied  in  Ecceeu  t-o 

I  n  f  o  r a  t  i  o  n  storage  an-  retrieval, 
authority  file,  ;.:ui  t  i-iibrary  -  s  t  : . 
acquisitions.,  accounting,  SDI,  a_n_ 
reports ,  ora  proc-uuir..^ ,  orciin-  or 


T  U  '  '  ;*•  f  ^  O  •  *  ■<  t  r  ■>  -r  t  •  ~  — 

1  »  ^  ^  .'bL.iu.1  *  ^  . .  n. 


i  n  fra 7  5 , 0  0  0  ;  X  i  n  i 
Italic  copy  an-  ,/jv.r;...;, 


9 


library  system  specification 


system  :ja::e 

CAIRS  (Computer  Assisted  Information  Retrieval 
System).  Micro  version. 

V  E BOR 

I  n  i  o  r  a  a  t  i  o  n  /  D  o  c  u e  n  t  a  s  i  o  n  ,  Inc.,  P.G.  Lex  1  7  1  3  £ 
Dulles  Internatir.al  Airport,  Wash  i  n0 1  o n ,  DC 
20041 

HARDWARE:  BASIC 

IBM-XT,  IBM-AT,  and  compatibles,  DEC  Rainbow 

1  0  0  +  ,  ACT  Apricot,  ACT  Sirius,  Hewlett  Packard 
HP150,  Wanj-PC,  Eaclo,  Fujitsu,  Burroughs  B25 

HARDWARE:  PSRIPHERIALS 

Printer,  CRT’s,  Hard  Disk  storage  (determined  b 
library  size),  tape  or  other  back  up  system 

STORAGE  CAPABILITY 

Disk  storage  devices  selected  determine 
capacity.  5-10  MB  (minimum)  hard  disk 
required. 

maximum  d  of  records, 

includes  necessary  indexes 

10 M  variable  length  fields  a  records  is 
arbitrary  limit. 

1 

SOFTWARE 

1  CAIRS;  MS-DOS,  PC-D03,  CPM/86  operating 
systems. 

PROGRAMMING  LANGUAGE 

RTL/2  -  Supplied  in  Executable  linage  Format 

: ;  o  d  u  l  e  s / f  u : ;  c  t i o  n  s  available 

Information  storage  ana  retrieval,  thesaurus  ar. 
authority  file,  multi-library  systems, 
acquisitions ,  accounting,  SDI,  management 
reports,  word  processing,  online  or  batch  i  n  p  u . 

INDIVIDUALIZATION  AVAILABLE 

Very  flexible 

*  .i  A  a,  . .  '«  CJ  AVAILABLE 

Yes  (Optional) 

DAT  A 3 A  5  Z  PREPARATION  REQUIRED 

i 

» 

You  define  the  fields  required.  It  is  best  to 

plan  ahead. 

$1800  to  540G+.  Multiple  copy  and  government 
pricing  available. 

INSTALLATION’S 

nr  *  • » '  ~  '*  T1  <? 

Turnkey  or  software  only. 

Turnkey  or  software  only. 


AUTOMATED  LI3RARY  SYSTEM  SPECIFICATION 


SYSTEM  NAME 

Card  Datalog 

VENDOR 

DTI  Data  Trek  Inc.,  621  Second  St.,  Encinitas, 
CA  92024,  (619)436-5055.  (Scott  Cheatham) 

HARDWARE:  BASIC 

Micro  with  C P / M ,  M P / M  or  M S / D 0 S  operating 
system;  DEC,  ALTOS,  IBM. -  PC,  Zeneth 

PERIPHERALS  SUPPORTED 

Hard  disk  storage,  printers. 

STORAGE  CAPABILITY 

Dependent  on  hardware  selected. 

MAXIMUM  j?  OF  RECORDS, 

including  necessary  indexes 

1  50,000  b ib 1 io0raph ic  records,  5,000  serial 
titles 

SOFTWARE 

DTI  Card  Datalog 

PROGRAMMING  LA U.» G E 

d3ase  II,  dBase  III 

MODULES/FUNCTIONS  AVAILABLE 

Acquisition,  catalog  (input  and  search), 

1  circulation,  serials  control  and  routing, 
materials  booking,  corporate  documents  and 
Databridge  database  downioader. 

1 

INDIVIDUALIZATION  AVAILABLE 

I  No,  only  by  modules  used 

1 

TRAINING  AVAILABLE 

Yes,  $350/day  plus  expenses 

DATABASE  PREPARATION  REQUIRED 

MARC  like  format,  fixed  field  length.  Can 
download  from  tapes,  laser  disk. 

COST 

$1837.50  (GSA  price).  Maintenance  and  updates, 
$500  per  year . 

INSTALLATIONS 

300+  installations.  Software  is  on  GSA  schedule 

COMMENTS 

Software  only  or  turnkey.  Boolean  search.  Ovv. 

100  local  area  networks  (LANs)  installed. 
Referrals  to  government  lioraries  available  or. 
request . 

AUTOMATED  LI3RARY  SYSTEM  S  ?  E  C I F I C  AT  I  Oil 


SYSTEM  NAME 


’ENDOR 


HARDWARE:  BASIC 


CLSI  LI3S  100  System  23 


CL  Systems,  Inc.,  1220  'Washington  St.,  West 
Lev; ton,  MA  02165,  (617)  965-6310.  (Terri 
Friedmen,  Manager,  3id  Dept) 


DEC  PDP  11/23,  256  K3  oeaory,  RH-1 1  Disc 
controller,  terminal  controller,  and 
communications  equipment. 


HARDWARE:  PERIPHERALS 


I  All  must  be  DEC  compatible;  up  to  16  terminals. 
|  Optional  items  include  magnetic  tape  unit, 

|  streamer  tape,  light  pen/bar  code  reader  or 
|  laser  scanner,  browsing  (touch-panel)  terminal 
j  for  public  access  catalog. 


STORAGE  CAPABILITY 


256  KB  internal  memory,  3*JC-  or  300-mb  disk 
drives,  maximum  of  four  disk  drives. 


MAXIMUM  $  OF  RECORDS, 

includes  necessary  indexes 


Depends  upon  mix  of  application  programs,  and 
disks  purchased. 


SOFTWARE 


Information  Management  System  operating  and 
support  system 


PROGRAMMING  LANGUAGE 


Proprietary,  based  on  DEC  MACRO  assembler 
language 


MODULES/ FUNCTIONS  AVAILABLE 


INDIVIDUALIZATION  AVAILABLE 


Cataloging  input  (online  interface  and  direct 
input  as  well  as  MARC  input  tape),  circulation 
reserve  room,  materials  booking,  acquisition, 
patron  access  catalog  with  Boolean  search, 
keyword  search  and  full  authority  control, 
serials  control,  remote  database  access. 


Customized  for  each  library. 


TRAINING 

AVAILABLE 

DATABASE 

PREPARATION  REQUIRE 

COSTS 

INSTALLATIONS 

COMMENTS 


Yes 


Conversion  support  available 


Community  bulletin  board,  networking,  report 
generator  and  microprocessor  backup  available. 


LIBRARY  SYSTEM  SPECIFICATIOi! 


AUTOMATED 


SYSTEM  NAME 

CLSI  LIBS  100  System  44 

VENDOR 

CL  Systems,  Inc.,  1220  Washington  St.,  West 
Newton,  MA  02165,  (617)965-6510.  (Terri 
Friedman,  Manager,  Bid  Dept) 

HARD', .'ARE:  3ASIC 

DEC  PDP  11/44,  1  MB  memory ,  RH-11  disc 
controller,  terminal  controller  and 
communications  equipment. 

HARDWARE:  PERIPHERALS 

All  must  be  DEC  compatible;  up  ;o  64  terminals. 
Optional  items  include  magnetic  tape  drive, 
streamer  tape,  light  pen/bar  code  reader  or 
laser  scanner,  browsing  (touch-panel)  terminal 
for  public  access  catalog. 

1  MB  internal  memory,  340-  or  800-u'o  disk 
drives,  maximum  of  ei0ht  disk  drives. 

MAXIMUM  $  OF  RECORDS, 

includes  necessary  indexes 

Depends  upon  mix  of  application  programs,  and 
disks  purchased. 

SOFTWARE 

Information  Management  System  operating  and 
support  system 

PROGRAMMING  LANGUAGE 

: 

Proprietary  based  on  DEC  MACRO  assembler 
language . 

MODULES/ FUNCTIONS  AVAILABLE  j 

Cataloging  input  (online  interface  and  direct 
i  input  as  well  as  MARC  input  tape),  circulation, 
reserve  room,  materials  booking,  acquisition, 
patron  access  catalog  with  Boolean  search, 
keyword  search  with  full  authority  control, 
serials  control,  remote  database  access. 

INDIVIDUALIZATION  AVAILABLE 

Customized  for  each  library. 

TRAINING  AVAILABLE 

Yes 

DATABASE  PREPARATION  REQUIRED 

Conversion  support  available 

COSTS 

INSTALLATIONS 

COMMENTS 

Community  bulletin  board,  networking,  report 
generator  and  microprocessor  baexup  available. 

0 


0 


HARD  '■  ARE:  3ASIC 


HARDWARE:  PERIPHERALS 


STORAGE  CAPABILITY 


CLSI  LIBS  100  System  73 


,  Inc.,  1220  Washington  St.,  West 
newton,  MA  02  1  6  5,  (  6  1  7  )  96  5-63  1  0  (T.v.i 
Friedman,  Manager,  Bid  Dept.) 

DEC  PDP  11/73,  1  MB  memory,  RH-11  disc 
controller,  terminal  controller  and 
communications  equipment. 

All  must  be  DEC  compatible;  up  to  48  terminals 
Optional  items  include  magnetic  tape  drive, 
streamer  tape,  light  pen/bar  code  reader  or 
laser  scanner,  browsing  (touch-panel)  terminal 
for  public  access  catalog. 

1  MB  internal  memory,  340-  or  800-nb  disk 
drives,  maximum  of  four  disk  drives.  Main 
memory  expandable  to  4  113. 


X I  MUM  it  OF  RECORDS, 
includes  necessary  indexes 


SOFTWARE 


PROGRAMMING  LANGUAGE 


ODULES/FU NOTIONS  AVAILABLE 


Depends  upon  mix  of  application  programs, 
disk  purchased. 


|  Information  Management  System  operating  and 
support  system 

Proprietary,  based  on  DEC  MACRO  assembler 
language  . 

I  Cataloging  input  (online  interface  and  direct 
input  as  well  as  MARC  input  tape),  circulatio 
reserve  room,  materials  booking,  acquisition, 
patron  access  catalog  with  Boolean  search, 

|  keyword  search  with  full  authority  control, 

;  serials  control,  remote  database  access. 

Customized  for  each  library. 


inversion  suppo-rt  availabi; 


^  <* 


AUTOMATED  LIBRARY  SYSTEM  SP  E  C I F  I C  A  T IOU 


CLSI  LIBS  TOO  System  84 


CL  Systems,  Inc.,  1  220  La  oiling  ton  St.,  Lest 
Mew  ton,  II A  02165,  (617)965-6310.  (Terri 
Frieuuan,  Manager,  Bid  Dept.) 


DEC  PDP  11/84,  1  MB  cemory  ,  HU- 1  1  disc 
controller,  terminal  controller  and 
comcunica tions  equipment. 


All  oust  be  DEC  compatible;  up  to  64  terminals. 
Optional  items  include  magnetic  tape  drive, 
streamer  tape,  light  pen/bar  code  reader  or 
laser  scanner,  browsing  (touch-panel)  terminal 
for  public  access  catalog. 


1  M3  internal  memory,  can  be  expanded  to  4  MB, 
340-  or  800-mb  disk  drives,  maximum  of  3  disk 
drives. 


Depends  upon  mix  of  application  programs,  and 
disk  purchased. 


Information  Management  System  operating  and 
support  system 


Proprietary,  based  on  DEC  MACRO  assembler 
language. 

Cataloging  input  (online  interface  and  direct 
input  as  well  as  MARC  input  tape),  circulation, 
reserve  room,  materials  booking,  acquisition, 
patron  access  catalog  with  Boolean  search, 
keyword  search  with  full  authority  control, 
serials  control,  remote  database  access. 


Customised  for  each  library. 


Yes 


Conversion  support  available 


Community  bulletin  ooard,  networking,  report 
generator  and  microprocessor  bac.iup  available. 
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LIBRARY  SYSTEM  SPECIFICATION 


CLSI  LIBS  100  System  100 


CL  Systems,  Inc.,  1  220  L’ashingtor.  St.,  '.'ant 
Hew  ton  ,  !1A  C  2  1  5  5  ,  (  6  1  7  )  955-62  1  0  .  (Terri 
Friedman,  Manager,  Bid  Dept.) 

Up  to  six  DEC  PDP~1l723o7  7T/44 s , ~7l / 7 3s7  777o- 

and/or  VAX  750s;  disk  capacity  as  stated  for 
specific  equipment;  RH-11  disk  controller, 
terminal  controller  A  co  [j tu u n  i c ^  iorio  6 q u i p ui 6 n  w  i 

All  oust  be  DEC  compatible;  up  to  256  terminal: 
(depending  upon  application).  Optional  items 
include  magnetic  tape  drive,  streamer  tape, 
light  pen/ bar  code  reader  or  laser  scanner, 
browsing  (touch-panel)  terminal  for  public 
access  catalog. 

Dependent  on  nix  of  processors  and  disk  drives. 

Depends  upon  nix  of  application  programs,  and 
disks  purchased. 

Information  Management  System  operating  and 
support  system 

Proprietary,  based  on  DEC  MACRO  assembler 
language. 


Cataloging  input  (online  interface  and  direct 
input  as  well  as  MARC  input  tape),  circulation, 
reserve  room,  materials  booking,  acquisition, 
patron  access  catalog  with  Boolean  search, 
keyword  search  with  full  authority  control, 
serials  control,  remote  database  access. 

Customized  for  each  library. 


Conversion  support  availuole 


CDS  I  LIDS  100  System  750 


,  .  •  -N  7? 

•  ^  v  V.  .  . 

CL  Systems,  Inc.,  1220  Washington  St.,  West 
Newton,  MA  02165,  (617)965-6310.  (Terri 
Friedman,  Mana0er,  Did  Dept.) 

hardware:  basic 

DEC  VAX  11/750,  2  MB  neuory ,  disc  controller, 
terminal  controller  and  communications 
equipment . 

HARDWARE:  PERIPHERALS 

All  must  be  DEC  compatible;  up  to  48  terminals. 
Optional  items  include  magnetic  tape  drive, 
streamer  tape,  light  pen/bar  code  reader  or 
laser  scanner,  browsing  (touch-panel)  terminal 
for  public  access  catalog. 

STORAGE  CAPABILITY 

2  MB  internal  memory,  340-  or  800-ub  disk 
drives,  maximum  of  eight  disk  drives. 

maximum  s  of  records, 

Depends  upon  mix  of  application  programs,  and 

includes  necessary  indexes 

disk  purchased. 

SOFTWARE 

Information  Management  System  operating  and 
support  system 

PROGRAMMING  LANGUAGE 

VAX/ VMS 

MODULES/ FUNCTIONS  AVAILABLE 

Cataloging  input  (online  interface  'and  direct 
input  as  well  as  MARC  input  tape),  circulation, 
reserve  room,  materials  booking,  acquisition, 
patron  access  catalog  with  Boolean  search, 

keyword  search  with  full  authority  control, 
serials  control,  remote  database  access. 

INDIVIDUALIZATION  AVAILABLE 

Customized  for  each  library. 

TRAINING  AVAILABLE 

Yes 

DATABASE  PREPARATION  REQUIRED 

Conversion  support  available 

COSTS 

- 

INSTALLATIONS 

COMMENTS 

Community  bulletin  board,  networking,  report 
generator  and  microprocessor  backup  available. 
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AUTOMATED  LIBRARY  SYSTEM 


SPECIFICATION 


’  • 

ft;.- 


SYSTEM  NAME 

DATALIB 

VENDOR 

M/A-COM  Information  Systems,  Inc.,  5515  Securi; 
Lane,  Suite  1100,  Rockville,  MD  20852, 

(  30  1  )  984-3536  . 

HARDWARE;  BASIC 

Data  General  MV  Series,  DEC  VAX,  and  Micro  VAX 
II 

PERIPHERALS  SUPPORTED 

Terminals,  printers  A  modems  as  needed 

STORAGE  CAPABILITY 

Dependent  on  system  selected. 

MAXIMUM  ;?  OF  RECORDS, 

including  necessary  indexes 

Dependent  on  system  selected. 

SOFTWARE 

D AT  AL 13 

PROGRAMMING  LANGUAGE 

FORTRAN  77 

MODULES/ FUNCTIONS  AVAILABLE 

Acquisition,  accounting,  cataloging  (online  A 
tape  load),  online  catalog,  circulation,  multi 
library  access,  serials  module,  and  OCLC 
interface . 

INDIVIDUALIZATION  AVAILABLE 

Customized  to  user  specifications 

TRAINING  AVAILABLE 

Provided  at  customer  site. 

DATABASE  PREPARATION  REQUIRED 

Provided  with  initial  profiling,  training  and 
installation.  Conversion  of  existing  database 
provided  at  separate  cost. 

COST 

Initial  license  listed,  renewals  and  Micro  VAX 

II  substantially  less.  Cataloging  A  searching, 

$ 40 K ;  Acquisition  A  accounting  (add-on),  $15 K ; 
Circulation  (add-on),  $10 X;  Serials  mgt 
(add-on),  $10 X ;  Total  system  (items  above  as  a 
unit),  $65 X;  OCLC  Interface,  $ 5 X . 

INSTALLATIONS 

16  corporate  and.  government  special  libraries. 

COMMENTS 

Software  only,  turnkey  or  timeshare.  Boolean 
search  capability.  Excellent  security  feature:. 

".r  v;  -pi IX  W'JW  .'  |'||  1 ■  !."»>■  'J " 


i 


% 

AUTOMATED  LIBRARY  SYSTEM  SPECIFICATION 


SYSTEM  NAME 


V EMC OR 

I  _ 

HARDWARE:  BASIC 


PERIPHERIALS  SUPPORTED 


STORAGE  CAPABILITY 


Dy  nix  Integrated  Library  System 


Dynix,  Incorporated,  1455  '• 
UT  8460  1  ,  (  30  1  )  57  5-2770  . 
General  Sales  Manager. 

,'est  320  North,  Prove 
James  T.  Nil  son, 

Ultimate,  Prime,  DEC  VAX 

Wyse,  Viewpoints,  Internee 
lightpens,  C-Itoh 

lightpens,  HP 

66  MB  to  4,000  MB 

MAXIMUM  #  OF  RECORDS, 

includes  necessary  indexes 


250,000  titles 


SOFTWARE 


CYRIX  software.  PICK  0peratino  sy steal 


PROGRAMMING  L  A N  0  'J  A  G  E 


BASIC 


MODULES/ FUNCTIONS  AVAILABLE 


Cataloging,,  circulation,  serials  control,  publi 
access  catalog,  reports  generator,  electronic 
mail,  authority  control. 


INDIVIDUALIZATION  AVAILABLE 


TRAINING  AVAILABLE 


DATABASE  PREPARATION  REQUIRED 


I 


i 

t 

i 

i 


COST 


i 

i 

i 


yes 


yes 


No,  can  load  from  cost  machine  readable  databae 
records . 


0  50 ,000  to  $2 ,000  ,  000  . 


INSTALLATIONS 


40  installations  include  academic,  public  and 
governaent.  Combined  Arms  Research  Library,  Ft 
Leavenworth  installin’. 


TS 


Six  levels  of  security  system 


HARDWARE:  BASIC 


PERIPHERIALS  SUPPORTED 


STORAGE  CAPABILITY 

MAXIMUM  i!~OF  REC0RDS7 

including  necessary  indexes 


SOFTWARE 


programming  langln 


MODULES/ FUNCTIONS  AVAIL  A3  L 


INDIVIDUALIZATION  AVAILABLE 


TRAINING  AVAILABLE 


DATABASE  PREPARATION  REQUIRED 


Geac  Computers  International,  350  Steelcase  Roc 
West,  Markham,  Ontario  L3R  133,  (416)  495-0525. 

Geac  system  60C0 

Up  to  60  terminals,  printers  (RS-232),  bar  cool 
readers,  tape  &  disk  processors 

2  MB  memory,  up  to  2064  ME  disk  storage 

2,000,000  titles,  4,000,000  items;  115,000 
patrons 

Geac  Library  Information  System  (GLIS) 

Z0PL  (Geac  proprietary  language) 

Circulation,  acquisitions,  online  catalog, 
serial  control,  patron  access  catalog,  local 
area  network  capability,  MARC  records  managemer. 
module,  community  access  module,  3oolean 
processing,  electronic  mail. 

Local  library  policy  parameters  can  be  set 

Multiple  programs  offered/both  module  & 
function,  including  refresher  and  advanced. 

File  conversion  supported,  tape  loads  from  many 
sources,  e.g.,  OCLC,  UTLAS,  ULN ,  RLIN,  LC,  NLC, 


Minimum  of  approximately  0 1 1 5 K . 

As  of  12/85  -  10  installations,  including  US 
Military  Academy,  West  Point,  NY 

Supports  bilingual  files.  Turnkey  only. 
Interface  with  Faxon  facilitates  building 
serials  database. 


STORAGE  CAPABILITY 


MAXIMUM  :V  Of  RECORDS, 


3  MB  aetiory  ,  up  to  4800  mb  disk  storage 
Approximately  2  ,200  ,000  titles,  up  to  3  million 


including  necessary  indexes  patrons 


?  r  o  c  r  a  ; : : ;  i : :  c  language 


ODULES/r  UNCTIONS  AVAILA3L 


INDIVIDUALIZATION  AVAILABLE 


Geac  Library  Information  System  (GLIS) 

ZOPL  (Geac  proprietary  language) 

Circulation,  acquisitions,  online  catalog, 
serials  control,  patron  access  catalog,  local 
area  netv/ork  capability,  MARC  records  manageaei 
module,  community  access  module,  Boolean 
processing,  electronic  mail. 

Local  library  policy  parameters  can  be  set 


LIAS  ProGra;.i  Office,  LI  Puttee  Liar... r y  , 
Pennsylvania  State  Ur.iv  -rsi  a.,  ,  "Jni  varsity  Par!:, 
? A  1 6  SC  2  ,  (£14)  86  5-1  CIS.  (Lace  I.  Froivalus) 


Honeywell  Information  Systems  DPS/ 2  with  Da  tune' 
8  front  end  processor 


Terminals,  printers,  bar  coco  readers, 
c  oiTiLiun  ica  t  ion  equipment 


AS  applications  so  ft  war; 


-6  ( PL- 1  subce  t ) 


Online  patron  catalog ,  bibliographic  data  base 
access,  catalojinj  (utility  interface,  online 
entry)  acquisition,  accounting,  serials  control 
circulation 


'IDEALIZATION  A  V  A I L  A  3  L  ■ 


a r. ati o::  p.lpu:; 


Formal ,  on-site  train inw  aval i-blo  for 
con  true  tea  component  at  ,  ICGO/eoei;  p  1 


Tape  analysis  sy  library  an-  LIAS  to  resolve 
problems  ana  cie-dupo  tapes.  Dotrcspectiva 
conversion  at  v  .  > G / r  , c o r d . 


rail  i :  n 
3of  t'./u  r 
j  o  i  ^  r* 


HA  3D’. 'AES  :  BASIC 


INDIVIDUALIZATION  AVAILABLE 


TRAINING  AVAILABLE 


DATABASE  PREPARATION  REQUIRED 


IN  LEX,  Inc.,  P.O.  Bo;:  1  3  49,  Monterey,  CA  93  942 
(403)  546-9665.  Pamela  R.  Ci'obarelli,  VP, 
Marketing  a  Sales. 


Hewlett  Packard  30C0 


2  Million  Bibliographic  citations 


IN LEX/ 3000 


PASCAL 


Public  access  cataloQ ,  catalo^ins  input, 
circulation,  retrospective  conversion, 
administrative  reports,  acquisition  (due  mid 
'86),  serials  (due  late  ’86). 


Yes,  included  in  purchase  price 


Basic  Catalosins  a  Administration,  Q20K; 
Circulation,  Public  Access  Catalou, 
Acquisitions,  Q14IC  each  additional.  Other 
service  prices  available  from  vendor. 

List  available 


UTOMATED  LIBRARY 


SYSTEM  SPECIFICATION 


T>  TV  ’  •*  *7  r  .  r>  '  '  T  r 

U  4.  rt  .1  •  J  it  j  1  L 


UPPOR 


LIAS  (Library  Information  Access  System) 

LIAS  Program  Office,  21  Pattee  Library, 
Pennsylvania  State  University,  University  Par/., 
PA  1 6  So  2  ,  (  6  1  4)  365-  1  3  1  3  .  (Dace  I.  Freivalds) 

Honeywell  Information  Systems  DPS/3  with  Datanc 
S  front  end  processor 

Terminals,  printers,  bar  code  readers, 
communication  equipment 

Up" to  70.4  G3 


LIAS  applications  software 


PL-6  ( PL- 1  subs 


Online  patron  catalog,  bibliographic  data  base 
access,  cataloging  (utility  interface,  online 
entry)  acquisition,  accounting,  serials  control 
circulation 


Formal,  on-site  training  available  for  each 
contracted  component  at  $10C0/week  plus 
expenses . 


’ARATICU  REQUIRED  Tape  analysis  by  library  and  LIAS  to  resolve 

problems  and  de-dupe  tapes.  Retrospective 
conversion  at  $. 90/record. 


Three 


Full  MARC  Record.  Fully  integrated  s  y  s  t  e  ... 
Software  only.  MicroLIAS  personal  computer 
software  also  available. 


E 


AUTOMATED  LIBRARY  SYSTEM  SPECIFICATION 


SYSTEM  NAME 

LIS  (Library  Information  System) 

C;-.;  vend  on 

The  Dahlgren  Memorial  Library,  Georgetown 
University  .Medical  Center,  3900  Reservoir  Road 
Nil,  Washington,  DC  20007,  (202)  625-7673. 

(Noami  C.  3roerir.g,  Medical  Center  Librarian) 

m-  HARD  N  ARE:  3ASIC 

DEC  PDF  11/34,  2-3  disk  drives  (414MB),  tape 
drive,  RS-232  communications  interface. 

PER IPHE RIALS  SUPPORTED 

m  _  _ _  . 

CRT  terminals,  printers,  barcode  reader 

•T"  STORAGE  CAPABILITY 

3  MB  CPU  memory,  1,000  ME  disk  storage.  (Typica 
-  based  on  library  size) 

MAXIMUM  if  OF  RECORDS, 

including  necessary  indexes 
•  ;  _  . 

120,000  most  efficient  collection  size. 

SO  FT ’/ARE 

LIS,  fully  integrated  library  management  system 

PROGRAMMING  LANGUAGE 

MUMPS 

M  G  D  U  L  E  S  /  F  U  N  C  T  f  0  N  S  AVAILABLE 

ii 

Patron  online  catalog,  Mini MEDLINE  system, 
circulation,  serials  control,  acquisition, 
accounting,  word  processing,  networking  d 
interlibrary  loan. 

;  INDIVIDUALIZATION  AVAILABLE 

gjj  TRAINING  AVAILABLE 

Yes  through  profiling  functions. 

Available 

DATABASE  ? RE? A  RATION  •  REQUIRED 

File  conversion  and  loading  provided. 

COST 

$30  to  50,000  depending  on  c onf igu r a t ion , 
so  f tware  only . 

INSTALLATIONS 

n  o  M'f  «  rT’  o 
i  J 

Full  MARC  record.  Software  only.  Microcomputer 
system  available  also.  May  also  be  implement  ac 
on  PDP 11/44  or  VAX  system. 

HARDWARE:  3  ASIC 


PERIPHERALS  SUPPORTED 


STORAGE  CAPABILITY 


1  OCLC,  inc,  6565  Frantz  Road,  Dublin,  OH 
I  430  17-0702,  (  6  1  4)  764-6000  .  Dan  Hnverkam p, 

■  Marketing  Representative. 

I  _ 

!  Digital  Equipment  Corp.,  FD?  11/73 

I  Modeu,  bar  code  readers  (2),  terminals  (8),  di¬ 
drives  (2)  can  be  added 

160MB,  can  be  substituted  with  one  or  two  2  56  mb 
drives 

13,000  basic,  100,000  with  2  disk  drives  added 


.mming  language 


iODULES/FU MOTIONS  AVAILABLE 


Based  on  I L S  (t;j)  with  OCLC  enhancements 

mumps7miis  ' 

Online  cataloging  and  tape  loading,  circulation 
patron  (online)  catalog,  serial  check-in, 
authority  files,  administrative  reports, 
electronic  mail 

Many  parameters  are  set  by  local  option  when  th 
system  is  profiled  for  the  user 

Initial  training  and  profiling  for  system  is 
included  in  software  cost.  Additional  availabi 
on  a  cost  basis. 


AT  A3  AGE  PREPARATION  REQUIRED!  MARC,  or  locally-defined  format, 


1  -  distance 


with  file  conversion  is  available  through  OCLC 
or  other  vendors . 


030,000  to  100,000 


Naval  Ordinance  Station,  Indian  Head,  MD;  Mari. 
Corps  Dev  1  Educ. Command,  Classified  Material 
Control  Center;  City  Univ  of  New  York  Law  Sci'.o^ 


AUTOMATED  LIBRARY  SYS  TIM  SPECIFICATION 


L2/2000 


STORAGE  CAPABILITY 

maximum  ~”of~rscoeds , 

includes  necessary  indexes 


INDIVIDUALIZATION  AV  AILA3LE 


INING  AVAILABLE 


OCLC,  Inc,  6565  Frantz  Read,  Du'slin,  OH 
43017-0702,  (614)764-6000,  (600)346-5373.  Dan 
Haverkacp,  Marketing  Representative. 


Data  General  S120 


E  PREPARATION  REQUIRED 


Up  to  20  terminals,  bar  code  readers,  printers, 
as  needed 

380MB  disk  drive,  1  additional  can  be  added 
100,000  records,  200,000  with  additional  s  t  o  r  a  0 


Based  on  ILS  (cm)  with  OCLC  enn an cements 

mumpsJmTis 

Online  catalogin'  ana  tape  loading,  circulation, 
patron  (online)  catalog,  serial  -check-in, 
authority  files,  administrative  reports, 
electronic  mail . 

System  profiled  to  meet  user  requirements.  Manj 
parameters  can  be  set  locally. 

Initial  tra inin0  and  profiling  for  system  is 
included  in  software  cost.  Adaitional  avails b  1 
on  a  cost  basis . 

Assistance  with  file  conversion  through  OCLC  or 
other  vendors.  Assistance  available  at  cost  f s 
non-standard  input  formats. 


INSTALLATIONS 


AUTOMATED  LIBRARY  SYSTS 


SPECIFICATION 


;a;:e 


•  *  r*  o 

.•  \J 


SASIC 


LS/200C 


OCLC,  Inc,  6  5  6  5  Frantz  Road ,  Dublin,  CH 
43017-0702,  (614)764-5000,  (200)143-3670.  Dan 
Haverkawp,  Marice  tin^  Representative. 


Data  General  S14C 


PERIPHBRIALS  SUPPORTED 


Disk  drives  (up  to  6 ,  but  4  is  optical),  up  to 
25  terminals,  printers  and  bar  code  readers  as 
n  ceded  . 


STORAGE  CAPABILITY 


MAXIMUM  if  OF  RECORDS, 

includes  necessary  indexes 


5  92  M3  per  disk  drive 
130,000  mb  per  disk  drive 


/  f  i  ..  .. 1.  - 


progra::::i::g  language 


NO  C  U  L  ES  /  F  U  N  C  T I  ON  3  A  V  A I L  A  D  L  : 


laced  or.  ILS  (t..-. )  sit n  Cl 

:u;:fs7:iiis 


r.  r.  a  n  c  c . .  a  n  t . 


Online  catalo0inE  and  tape  loading,  circulatio; 
patron  (online)  catalog,  serial  check-in, 
authority  files,  administrative  reports, 
electronic  mail 


INDIVIDUALISATION  AVAILABLE 


System  profiled  to  Horary  requirements,  many 
parameters  set  locally 


TRAINING  AVAILABLE 


Initial  training  and  profiling  for  system  is 
included  in  software  cost.  Additional  availab! 
on  a  cost  basis. 


DAI 


Zj  rt  O  Lj 


r  D  -3  ”  o  *  n 


1ATI0N  REQUIRED 


MARC  or  1  oca  1  iy -de  fined  format.  File  conversie 
.available  through  OCLC,  assistance  for 
non-stanaard  input  formats  on  a  cost  basis. 


Armament  Researca  3  Davelopmcnt  Center,  Dover, 
NJ;  E?.  ADC  CM  Technical  Library,  Fort  Monmouth, 


0  /i 


I 

AUTOMATED  LIBRARY  SYSTEM  SPECIFICATION 

I 


SYSTEM  NAME 

LS/ 2000 

v  e  cor 

OCLC,  Inc.,  6565  Frants  Road,  Dublin,  ON 
43C17-0702,  (614)764-6000,  ( 300 ) 84 i -S 37 C .  Dan 
Haverkanp,  Marketing  Re  p  re  sen  ta  t  i  v  e  . 

HARD'., ’ARE:  BASIC 

Data  General  S  2  8  0  (Top  of  the  Eclipse  series) 

?  E R  1  ? K  E ?.  1 A L S  SUPPORTED 

Up  to  3  disk  drives  ana  60  terminals,  printers 
as  needed 

STORAGE  CAPABILITY 

592MB  per  disk  drive 

MAXIMUM  !:  CF  RECORDS, 

includes  necessary  indexes 

130,000  per  disk  drive 

Based  on  I L S  (  t  a )  with  C C L  C  e n L a n c  e a e n  t  s 

PROGRAMMING  LANGUAGE 

MUMPS/ MI IS 

MO  DU  L  ES / F  U  N  CT I ONS  AVAILABLE 

I  Online  catalo^in^  and  tape  loading,  circulation 
patron  (online)  catalog,  serial  check-in, 
authority  files,  administrative  reports, 
electronic  nail 

1 

INDIVIDUALIZATION  AVAILABLE 

System  profiled  to  library  requirements,  many 
parameters  can  be  set  locally. 

t 

TRAINING  AVAILABLE 

Initial  training  and  profiling  for  system  is 
included  in  software  cost.  Additional  availabl 
on  a  cost  basis. 

DATABASE  PREPARATION  REQUIRED 

MARC  or  locally -de fined  format.  File  cor.versic 
available  through  OCLC  and  other  vendors. 
Assistance  with  non-standard  input  formats  on 
cost  oa  ois . 

COSTS 

io::s 


A  U  ±  G  4  i  a 


TED  LID  ?■  A  H  Y  SYSTI 


specificatic:; 


• , 


■j 


L S/ 20  G  0 


OCLC,  Inc.,  Prints  iioaci ,  Dublin,  01! 

-i  3017-0702  ,  (6  1-4)76-4-6000  ,  (  300  )  JL  D-y  57  5  .  Dan 
I; aver k amp,  Marketing  Representative. 


Data  General  AV  dOGO  (52  cit  processor) 


peripherals  supported 


Additional  dial:  drives  nay  be  added.  Up  to  32 
terminals  and  printers,  bar  code  readers,  as 
ne eaeo  . 


STORAGE  CAPABILITY 


. . . •.  A  x . .  j  4 1  v  Or  F.  E  C  0  F.  D  o  , 

includes  necessary  indexes 


5 9 2 ME  per  disk  drive 


130,000  per  disk  drive 


sated  cr.  ILS  ( t;.;)  with  CCLC  cnkance.se.;  ts 


?  2  EC?. 


: i :: g  lalguag: 


M’JMPS/IIIIS 


:;odulss/F'j:;ctio;:s  available 


Online  cataloging  and  tape  loading,  circulation 
patron  (online)  catalog,  serial  check-in, 
authority  files,  administrative  reports, 
electronic  mail 


::;dividualizatio:i  available 


System  profiled  to  library  requirements,  many 
parameters  can  be  set  locally. 


Initial  training  and  profiling  for  system  is 
included  in  software  cost.  Additional  availabl 
on  a  cost  ba.jis» 


.i  .  n  J  a  O  i 


PREP  A  RATIO.!  requi.red 


MARC  or  locally-defined  format.  File  conversic 
available  through  0C.LC  or  other  vendors. 
Assistance  fer  non-standard  input  formats  on  a 
cost  basis. 


COSTS 


- -  .  Ik  L  L  .1  4  I  J  4.  O 


Social  Security  Administration ,  Operations 
Library,  Baltimore,  1 1 D ;  US  Army  Corps  of 
Engineers,  Wash ing t on ,  DC 


library  system  specification 


l.'OTIS 


Northwestern  University  Library,  1935  Sheridan 
Road,  Evanston,  IL  60201,  (312)  491-7004.  Jane 
Burke,  Director,  EOT 13. 


1 3 II  43 XX  or  larger 


IBM  3270  protocol  terminals 


In  excess  of  20  -ijabytes 


5,000,000  bibliographic  records 


s e . abler  plus  ?L/1 

Catalo~int,  acquisition,  authority  files,  pu 
access  c  a  t  a  1  o  0  ,  serials  control,  circulation 


15  days,  with  purchase  price. 

Must  be  in  MARC  format,  initial  tape  load  must 
be  deduped. 


095,000  software  only.  $10,000  annual 
maintenance  fee. 


Equipment  must  be  acquired  separately, 
consultation  provided  but  not  purchase 
evaluation  or  assistance. 


AUTOMATED  LIBRARY  SYSTEM  SPECIFICATION 


7  v  o  ' 


VENDOR 


: :  «  r  ?  i  r?  v  .  i  i  CTn 


peripherials  supported 


ESC  Library  Systeci 


ESC,  Inc.  Computer  Services,  207  S.  Lain  3 tree- 
3rillicn,  V.I  54110,  (41  4  )  756-5305  .  Stepson  0 
Dies,  V?  of  Operations. 


!i’an0  VS  System 


STORAGE  CAPABILITY 


:;axi;:u;:  if  of  records, 

includes  necessary  indexes 


Depends  on  specific  hardware  configuration.  T h 
4  base  modules  require  4  mb  per  1000  cities. 


j  ESC  Library  System 


L  /A  .  .  u  w  -U 


R  ?  G II,  S  o  u  r  c  e  code  and  complete  documentation 
provided. 


:;0DULE3/FU::CTI0:iS  AVAILABLE  I  Bibliographic  module,  induces  catalo^in^  input 

J  magnetic  tape  or  diskette  load,  authority  files 
patron  registration;  circulation  module, 

!  includes  overdue  notices,  reserve  and 
j  interlibrary  loan.  Acquisition  and  serials 
|  control  are  under  development. 


*  *  *  -*  j.  j  I^UAL.-ii.iC.i  n/AlLAuLw 


Yes,  through  modules  selected  and  implemented, 
and  special  development  modification  and 
enhancements. 


rcqu: 


Uses  full  i ; A R C  format,  load  from  tape  or 
diskette  from  utilities. 


ST 


Relatea  Group  Technologies  System  a a  a  seen 
developed  to  manage  corporate  literature. 


o  o 


AUTOMATED  LIBRARY  SYSTEM  SPECIF ICA TICE 


Liorary 

Seen  a  Corporation,  97  C  Raya  cs  a  Avar,  uo,  St.  ?au 

55114,  (512)  547-1101. 

DSC  ?DP  11  series  C?'J~ 


R  I?ii  ZR  I AL S  SUPPORTED 


j  Format  node  video  terminals ,  random  access  in? 

device  (both  direct  and  9  track  tape),  printer 
I  as  required 


GRACE  CAPABILITY 


Depends  on  hardware  selected 


EIMUM  i)  OF  RECORDS, 
includes  necessary  indexes 

FT MARE  ~ 


pends  on  hardware  selected 


MS- 1 


n  r>  ^  '  m  ’ '  T  ’  *  c  f  a  ' *  r*  r-*  r? 

Ju  ..nuiil  .•  U  un  .1  U  U  nU  u 


MS-I  integrated  systems  0er. orator 


DU  LES/F’JL’CTI  OUS  A  VAIL  A3  Li 


I  Acquisi tior.s ,  catalo6inu ,  authority  uaintenanc 
circulation,  public  access  catalog,  serials 
management,  union  catalog,  interiibrary  loan, 

!  general  accounting  and  electronic  mail 


DIVIDUALIZATIOU  AVAILABLE 


A IE  IMG  AVAILABLE 


TA3ASE  PREPARATIO;:  REQUIR 


TALL AT  ICE 


|  D  e  v  e 1 o  p  e  a  for  use  in  University  of  M i n  n  e  s 
’  Libraries.  Sold  as  a  supported  software 


I 


I 

I 


AUTOMATED 

SYSTEM  NAME 

LIBRARY  SYSTEM  SPECIFICATION 

STAR 

7  z r  C  r 

Cuadra  Associates,  Inc,  2001  Nils hire  Boulevarc 
Suite  305,  Santa  Mon ica,  CA  904C3, 
(213)829-9972.  Judith  '..’anger,  Vice  Pres. 

MAJID'. .'ARE  :  BASIC 

Alpha-Micro  AM-10CC,  AM-10C/L  series 

PER  IP H TRIALS  SUPPORTED 

Up  to  20  CRT  terminals,  ork  stations,  printers 
modems,  Winchester  d  floppy  dish  units,  VCR  and 
9-track  tape  backups  depending  on  system  size. 

STORAGE  CAPABILITY 

10,  30  A  55  Mb  systems  for  AM-1000;  70  A  400  MB 
Systems  for  AM-100/L 

MAXIMUM  it  OF  RECORDS, 

including  necessary  indexes 

This  is  a  database  management  system  that  is 
configured  to  meet  the  specific  requirements  of 
the  library,  number  of  records  will  be  d  spender, 
on  record  size. 

SOFT  v.‘  ARE 

!  STAR,  A1I0S  (Alpha  Micro  Operating  System) 

1 

PRCGRAilIIii.G  LANGUAGE 

Assembly  language  for  Alpha  Micro 

MO D’J L ZS/  FU  U CTI 011  3  AVAILABLE 

Database  creation,  retrieval,  and  report 
generation.  Documentation  design  to  be  availabl 
in  1985  to  allow  librarians  to  tailor  these  to 
their  library  and  requirements. 

INDIVIDUALIZATION  AVAILABLE 

User  defined  data  case  and  parameters 

TRAINING  AVAILABLE 

Available,  costs  quoted  on  request. 

DATABASE  PREPARATION  REQUIRED 

Uon-MARC  format,  conversion  program  is  availabl 

to  reforraat  MARC  data  to  load  into  STAR. 


COST 


Single  user,  10MB  system  -  019,560  ;  3  ccr.cu rre:. 
users,  10 MB  system  -  023,735  ;  10  users,  7  0 MB 
system  -  052,1105;  20  user,  HOC  M3  system  - 
079,695.  These  prices  :r;  samples  a r. u  include 
the  appropriate  Alpha  Micro  Computer  system  an - 
STAR  software  with  a  20-year  license ,  re.io  w  ao.. 
for  0  1  . 


* . «  w  i  a  a  L  A  *  1 0i«  j 


Fed  1 9  S  5  , 
3  u  r  o  p  e  . 


25  systems  in  North  America  ana 


"Z'A  SPECISICATIOX 


Sydney  MicroLibrary  System 


Sydney  Dataproducts,  Inc.,  1  1  075  Santa  Moni 
31 vd,  Suite  10C,  Lcs  Angeles,  CA  90025,  (21 
479-4621/(300  9922-977  sT  (David  Devine,  ;:2r.auec 

Library  Products  Group) 


IBM  PC/XT  or  AT  anc  compatibles 


Printer  (system  compatible),  1200  bps  modem, 
supplemental  disk  storage  can  be  added.  Ccapac 
disk  -  R P M  devices  can  be  interfaced. 


25oK  Memory,  1  floppy  disk,  1  10MB  fixed  disk; 
additional  stora0e  can  be  added. 


1.5 MB  required  for  each  1C0C  monograph  records; 
5 MS  required  for  eacn  1000  serial  records ;  5M1 
required  for  system  programs  (all  modules ) . 


Sydney  Micro  Library  System,  a  DBMS.  MS-DCS  2. 
or  greater  operating  system. 


DAT ABUS 


Base  system  includes  cataloging,  authority  and 
inquiry,  other  modules  -  acquisition,  serial 
control,  circulation,  MARC  recorc  interface. 
Boolean  search  and  L A iJ  link  capability. 


Yes,  both  by  modules  selected  and  locally  set 
parameters  within  modules. 


Yes,  included  in  the  support  package  at  Sydney 
site.  On  customer  site  on  a  con  suit! n0  basis. 


Accomodates  full  MARC  record.  Car.  load  exist! n 
machine  readable  files  from  Marcive,  QCLC,  RLi: 
CD-ROM  or  original  cataloging  with  system 
prompts  for  e.n  t  r  y  . 


— 1  .i ..  e  ■ —  j  o  .  e . .  i ,  y  o  5  u  0  ,  oirc^-atio.: ,  , _ o  i . 

serials  control,  J23G0  eacn;  MARC  record 
interface,  $1000;  all  modules  $15000;  support 
packa^a  b  2  4  0  C  for  2  years.  Discounts  for 
multi-site  and  multi-user  installations. 


o  m 


'  P  ?  0  R  T  E  D 


Or, AGE  CAPABILITY 

Xl~”?-0F~RE 
including  nee 


Carlyle  Systems,  Inc.,  2930  Bar.  Pablo  A  v  e .  , 
Berkeley  ,  CA  9^702,  ( HI  5 ) C A  3 - 1  5 3 C/ ( ZC C )  22 7  -  2 9 5 : 


TEL,  Specifically 


; c  .-aero  :  or  oysaci 


Snail  System:  12  terainalc,  6  printers,  react, 

processors,  database  machine,  300  no  diskdrive, 
codes.  Largest  System:  6C  terminals,  other 
appropriate  support. 

Depends  on  equipment  and  system  size. 


,000  to 

1  ,200 ,000 

full  MARC  records 

riyie  do 

v  e  1  o  p  e  d 

i  t  b  a  1 1 , 

PL/1  and 

CS/3b0  (nodifieu)  asset: 

: :  c  d  s  l  e  s  /  f  u : :  c  t  i  o ;;  s  available 


i:;di VISUALIZATION  AVAILABLE  I 

_  I 

TRAINING  AVAILABLE 

DATAEASz'p  REF  A  RATI  ON ’“REQUIRED  | 

n  r\  o 

^  J  .J  + 


Online  catalog  (Boolean  search),  catalo^in^ 
nodule  (local  input),  authority  control,  COM  an 
printed  catalogs.  Circulation  module  (fall  1 9 S L 


Approximately  $110,00  for  snail  systen;  1  00  ,  0 0 C 
titles,  30  terminals  =  0 1 6  5  X ;  400,000  titles,  c 
terminals  =  0 3 6 0 X  .  Annual  maintenance  charges 
run  12-15  5  of  hardware  «  software  cost. 


Lc  ,  2  public,  2  special 


::::  i  visualization  avail  a* 

i  .  j  h  1 L  3  L  u 


IPARATIO::  REQUIRED 


CCD  I 


j.  •  2 1 A  L  L  A  T  1 0  L  3 


Included  in  cost  of  the  system. 


Dependent  on  system  requirements. 

June  1934  -  37  systems,  including  consortiums 

Turnkey  and  software  only.  ULISYS  is  a  DDLS. 
“ARC  II  record  format  or  ULISYS  forma-. 


?  E  R  I P  u  Z  R  I A  L  S  SUPPORTED 


STORAGE  CAPABILITY 


McDonnell  Douglas  Computer  Systems  Co.,  Librur, 
Systeac ,  ?0  Do:;  1  950  1,  Irvine,  CA  92317, 

(714) 250-1000. 


icrodata  i'-SCCO,  1 1  —  9  0  0  C 


IBM  PC,  A  a  var 


4  -i^abytes 


1  to  2  million  bibliographic  records 


Reality  Operatin'  Sy 


Serials  control,  Online  c  a  t  ^  1  o  0  ,  i  n  format.: 
retrieval,  catelo0in0,  circulation  ana 
acquisitions 


Yes  (not  specified) 


0100,000+  dependin'  on  sine 
in  US,  35+  in  Australia,  U . 


Entered  US  market  niu-1935. 


T  L  S ,  Virginia  T a c h  Library  S  y  s  t  e : 


g  la::guag 


3/fu:;ctig:is  availabl 


Jl VISUALIZATION  AVAILABLE 


VAIL  ALL 


ATIOi;  RE3UI 


VTLS,  Inc.,  Liu  liovaan  Liarary  ,  Clacusburg 
24061,  (  703  )  96  1  -5347.  Carl  F. .  L^,  :.snao0 
VTLS  User  Services. 

Hewlett  Packard  HP/ 3000 

H?  or  other  asynchronous  terminals,  printers, 
1200  -  baud  modem 


epersdent  on  specifics  selected, 
epenuer.t  on  specifics  selected. 

VTLS  Based  on  Image,  Query  and  KSAM 
COBOL  -  II 


Circulation,  collection  control  ( cataloging , 
serials  check-in),  online  catalog,  authority 
control,  management  reports,  networking • 

Customised  to  using  institution,  locally  set 
parameters . 

6,000  at  all  locations. 

Analysis  of  machine  rateable  records,  conversi* 
planr.in0  ,  v  1  ,  0  e  G  . 

Basic  VTLS  software  -  d  5  0  ,  0  C  0  ;  Reserve  room 
module  -  310,000;  Acquisition  module  -  1  0  ,  C  C  0 

70+  worldwide,  includes  academic,  a u b 1 
corporate  libraries. 


